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STE T URGICAL ‘TECHNIQUE—Dr. Elery a Meyer and his wife, the former Hazel Sehi ‘ 
ate on & Boston Terrier for a perineal tumor. The stainless steel table is hydraulically operate 
the sink ‘has foot pedal action. 
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